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Mr. Paul Russell - 
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Washington, Ds. 0. 


Near Sir: 


e Concertiing the silver coins that 
you broke I would advise you to mend it 
with a transparent liquid cement. We 
have mended several such coins in this way 
and it shows loss of a mend than trying to 
solder the two pieces together. We have 
done this to several of our broken coins. 
Of course the piece should not be subjected 
+o much handling or cbuse but if &ept proper- 
ly it ought to hold. 


Very truly yours, 


i: IG | Curator 


